ETag: "2dc81e6cddb106b551013bb4faf64677"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 3620
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: District Judge Liam O'Grady
x-archive-meta-case-cause: 35:154 AIA Appeal of Patent Term Adjustment Determination
x-archive-meta-case-name: Gilead Sciences, Inc. v. Kappos
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: vaed
x-archive-meta-date-case-filed: 2012-09-27
x-archive-meta-docket-num: 1:12-cv-01090
x-archive-meta-jurisdiction: U.S. Government Defendant
x-archive-meta-jury-demand: None
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 830 Patent
x-archive-meta-pacer-case-num: 286641
x-archive-meta-referred-to: Magistrate Judge Ivan D. Davis
x-archive-queue-derive: 0
x-upload-date: 2012-11-02T15:16:40.000Z
